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Revision history 


October 1997 
Standard, issue 8.00. This is the X11 Release 23 standard version of this 
document. 


December 1995 
Standard, release 7.00. Reissued to include editorial changes. Revision bars 
are not used. 


July 1995 
Standard, release 6.00. This document is issued to include X11 release 21 
changes. Change bars are used to indicate the changes. 


December 1994 
Standard, release 5.00. Reissued to include editorial changes and indexing. 
Due to the extent of the changes, revision bars are not used, except for some 
minor technical changes. 


August 1, 1993 
Standard, release 4.00. Reissued to include updates and new information. Due 
to the extent of changes, revision bars are omitted. 


December 31, 1992 
Standard, release 3.00. Reissued to include updates for X11 release 18. 
Changes are noted with revision bars in the margins. 


December 1, 1991 
Standard, release 2.00. Reissued to include technical content updates. Service 
change and system error message information has been removed from this 
document. Refer to the X// input/output guide for this information. Due to 
the extent of changes, revision bars are omitted. 
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December 20, 1989 


Standard, release 1.00. Reissued for compliance with Northern Telecom 
standard 164.0 and to include updates for X11 release 15. 


553-3671-120 Standard 8.00 October 1997 


